Flow,  gpm 


Mannings  Equation 

12  inch  hdpe  dr-11 

Enter  Diameter,  Mannings  n and  Slope 

Diameter  10.293  inches  Fr<  1,  Subcritical 

Mannings  n 0.009  Fr=  1,  Critical 

Slope  0.03  ft/ft  Fr  > 1,  Supercritical 


radians 


ft/sec 


